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IDEA 2774 
Copy 

30 September 


1965 


8-1 SP-8D143AAM, TACH INDICATOR, SER. NBR. Ml 0260, FLIGHT TIME, UNKN 

ACFT 384. FLUCTUATED 3-4$ ON GROUND RUN, REPLACED WITH SERVICABLE 
PART, SER. NBR. 144487. NEGATIVE 


8-2 8TJ-59GAT-2, PPH FUEL TRANSMITTER, SER. NBR. S14868, FLIGHT TIME 16.7 

ACFT 384. 500-1500 LBS FLUCTUATION, REPLACED WITH SERVICABLE PART, 

SER. NBR. W8285B. NEGATIVE 


8-3 SP Q468-1, ATTITUDE GYRO, S PR. NBR. 52-7736P, FLIGHT TIME UNKN, 

ACFT 359. INDICATES EXCESSIVE PRECESSING, REPLACED WITH SERVICABLE 
PART, SER. NBR. 56-43236. NEGATIVE 

8-4 SP (4409-1, ALTIMETER, SER. NBR. 14806, FLIGHT TIME, UNKN, ACFT 384. 

STICKS SOMETIMES, REPLACED WITH SERVICABLE PART, SER. NBR. 14343. 
NEGATIVE 


8-5 SP R620-9, BATTERY, SER. NBR. 22-53060, FLIGHT TIME UNKN. ACFT 384. 

DEAD CELL, W0N‘T CHARGE UP, REPLACED WITH SERVICABLE PART, SER. NBR. 
UNKN. NEGATIVE 


8-6 975-73-302, IFF, SER. NBR. 344, FAILED, REPAIRABLE ITEM RETURNED TO 

- DEPOT. NEGATIVE 

8-7 C-528-0113, R.F. TRANSLATOR 618T, LOW POWER, REPAIRABLE ITEM RETURNED 

TO DEPOT. NEGATIVE 

8-8 5805-503-2775, TELEPHONE TA-43/PT, SER. NBR. 50421, WEAK, REPAIRABLE 

ITEM RETURNED TO DEPOT. NEGATIVE. 

8-9 6625-188-3719, MULTIMETER, HG-735452-03, SIMPSON 260, NEEDLE STICKS, 

AND AC SCALE WAY OFF, REPAIRABLE ITEM RETURNED TO DEPOT. NEGATIVE. 

8-10 975-73-302, IFF, SER. NBR. 632 IDENT CHECK NO GOOD, REPAIRABLE ITEM 

RETURNED TO DEPOT. NEGATIVE. 
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